THE  ANNUAL  REPORTS  OF  THE 
MEDICAL  OFFICER  OF  HEALTH 
AND 


SANITARY  INSPECTOR  FOR 
BUNGAY  URBAN  DISTRICT  FDR  THE  YEAR  1951. 


REPORT  OF  THE  MEDICAL  OFFICER  OF  HEiLTH; 


Ladies  and  Gentlemen, 

I have  the  honour  to  submit  the  report  for  the  year  1951. 

As  you  are  aware  Dr.S.T.  A,  Gray , Deputy  County  Medical  Officer, 
was  acting  Medical  Officer  from  the  time  of  Dr.Pedler’s 
retirement  until  I took  up  my  appointment  on  3rd  January,  1958. 

From  the  information  at  my  disposal  Bungay  had  a healthy  year. 

There  were  no  Infant  deaths,  the  maternal  mortality  was  nil  and 
the  general  death-rate  compared  favourably  mth  that  of  England 
and  Wales  as  a whole. 

There  was  no  outbreak  of  serious  infectious  disease.  The  most 
urgent  matter  appears  to  have  been  the  need  for  reconstruction 
of  the  sewage  works. 

I am  greatly  indebted  to  your  Sanitary  Inspector,  Mr  .A.  J.  Cooper , 
for  the  information  and  assistance  he  has  given  me. 


GENERAL  STATISTICS. 


Area 

2393  Acres 

Registrar  General’s  estimate 

of  population 

(mid  1951) 

3483 

No.  of  inhabited 

houses 

1170 

Rateable  Value 

£ 

18065 

Product  of  penny 

rate  £ 

74 

VITAL  STATISTIGS. 

Male 

Female 

Total 

Live  Births 

21 

32 

53 

(Illegitimate  births) 

(2) 

{-) 

(S) 

Birth  rate  per  1000  population  15,2 

(England  and  Wales) 

15.5 

Still  Births  (Legitimate) 

2 

1 

3 

Rate  per  1000  live  births 

6-5*6 

" ” " population 

.86 

(England  and  Wales) 

.36 

MATERNAL  MORTALITY  Nil 


INFANTILE  MORTALITY 

(Deaths  of  infants  under 

one  37ear  old)  Nil 


1 


DEATHS. 


Female 


Tot  al 


Male 

21  22  43 

Death  Rate  per  1000  estimated  population  12,3 
(England  and  V/ales  12.5) 

CAUSES  OF  DEATH 


Male 


Tuberculosis,  respiratory  2 

Malignant  neoplasm,  stomach  1 

Malignant  neoplasm,  lung  l 

Other  malignant  neoplasms  2 

Diabetes 

Vascular  lesions  of  nervous 

system 


Coronary  disease  of  the  heart  3 
Hypertension  with  heart  disease- 


other  heart  disease  4 

Other  circulatory  disease  2 

Infuenza 

Pneumonia  4 

Bronchitis 

Nephoritis  1 


Other  defined  and  ill-defined 

diseases  1 


Suicide 


Female 


2 

2 

4 
2 
1 

5 
1 
1 
1 
1 


1 

1 


INFECTIOUS  DISEASES 


The  follow! 
the  ye  ar : - 


ng  cases  of  infectious  disease  were  notified  during 


Measles  3 

V/hooping  Cough  1 

Scarlet  Fever  3 

Erysipelas  1 

Infective  Hepatitis  1 
Pneumonia  13 

Puerperal  Pyrexia  1 


of 


The  arrangements  for  isolation  accommodati 
the  East  Anglian  Regional  Hospital  Board  , 


on  are  the  responsibility 


FOOD  POISONING. 


No  cases  were  notified  during  the  year. 


2. 


TUBERCULOSES 


At  the  beginning  of  the  year  the  following  cases  were  on  the 
tuberculosis  register:- 

Male  Female  Tot  al 

Pulmonary  8 5 13 

Non-pulmonary  16  7 

During  the  year  one  male  case  of  pulmonary  tuberculosis  died. 
Three  fresh  male  cases  of  pulmonary  tuberculosis  and  one  fresh 
case  of  female  pulmonary  tuberculosis  were  diagnosed. 

At  the  end  of  the  year  the  following  cases  were  on  the  register 

Male  Female  Tot  al 

Pulmonary  10  6 16 

Non-pulmonary  1 6 7 

The  Miniature  Mass  Radiography  Unit  visited  Bungay  during  1951 
but  the  statistical  result  had  not  been  received  at  the  time  of 
writing  this  report. 

DIPHTHERIA  BEMUNISATION. 

The  following  figures  have  been  kindly  supplied  by  the  County 
Medical  Officer 

No,  of  pre-school  children  immunised  191 


^ pre-school  children  immunised  58.59 

Total  No,  of  children  immunised  530 

^ all  children  immunised  62. E8 

"Booster"  injections  1951  78 


Comparative  figures  for  the  last  three  years:- 

1949  1950  1951 

^ pre  school  children  immunised  58,9  63,8  58.6 

^ all  children  immunised  68.4  69.6  62,3 


NATIONAL  ASSISTANCE  ACT  1948. 

It  was  not  found  necessary  to  take  action  under  Section  47 
of  the  Act. 


J.B. KERSHAW. 

Medical  Officer  ef  Health. 


3. 


SANITARY  INSPECTOR’S  REPORT: 


FACTORY  ACTS. 

1.  Factories  in  vtiich  Sections  No,  on  Register. 

1.2. 3. 4. 6 are  enforced  by  the 

Local  Authority  5 

2.  Factories  in  which  Section  7 

is  enforced  by  the  Local  Authority  28 

Total  27 

Periodical  inspections  to  business  premises  under  the  above 
Acts  were  carried  out  duilng  1951,  and  in  all  cases  proved 
satisfactory. 

WATER  SUPPLY. 

Analyst:  Messrs  Lincolne  Sutton  & Wood, 

Clarence  House,  Clarence  Road, 

NORWICH. 

Samples  of  water  t^en  from  various  points  in  the  town,  and  from 
the  Headworks,  Outney  Common,  were  frequently  submitted  for 
Bacteriological  Analysis,  and  on  each  occasion  the  Analyst’s  report 
stated  that  the  water  was  ’’Highly  Satisfactory”, 
fhemical  Analysis  reports  obtained  duilng  the  year  stated  that 
our  water  supply  was  ’’Pure  and  wholesome  and  highly  satisfactory”. 

Properties  which  receive  piped  supply  into  houses  - 95^ 

” ” " supply  by  stand  pipe  - 4^ 

" without  supply  - 

WATER  TREABIENT. 

Chlorination  of  the  water  supply  is  effected  by  the  injection  of 
Liquid  Chlorine  at  the  source,  outney  Common,  Water  works.  The 
dosage  into  the  well  is  at  the  rate  of  ,03  lbs  Chlorine  to  10,000 
gallons  water. 

There  has  been  no  shortage  of  supply  at  the  source. 

The  amount  of  water  pumped  during  the  year  - 56,137,000  gallons 

Daily  Average  ” ” ” ” ” - 153,800  gallons 

Works  to  increase  the  yield  at  our  headworks,  Outney  Common,  with 
the  object  of  affording  a supply  to  5 Parishes  in  the  Loddon  Rural 
District,  are  at  present  out  to  tender,  and  it  is  confidently  expected 
that  this  work  will  be  commenced  in  the  immediate  future. 

SEWERAGE . 

The  Sewage  Disposal  Works  at  Ollands  Plantation,  although 
vvorking  at  considerable  overload,  continued  to  operate  without 
mechanical  breakdown  throughout  1951, 

The  improvements  to  our  Sewage  Disposal  Plant,  which  are  long 
overdue,  are  at  present  in  course  of  construction  and  work  proceeds 
sati sf actorily , 

9”  Sewer  and  Surface  drains  are  at  present  being  laid  for  the 
St, Mary’s  Field  development. 


4. 


K)OD. 


Periodical  inspections  of  shops,  stalls,  vehicles,  Restaurant 
and  Hotel  Kitchens,  and  places  where  food  is  prepared  have  in  all 
cases  given  satisfaction  as  to  the  standard  of  cleanliness, 

LIE  AT. 

Cattle  and  sheep  are  not  slaughtered  in  Bungay,  but  occasionally 
pigs  are  killed  locally  for  private  consumers. 

Meat  for  local  butchers  is  brought  into  the  town  from  the 

di stribut'^rs  depct  at  Lowestoft  and  Beccles  and  is  inspected  before 

despatch. 

ICE  CREJM. 

9 premises  are  registered  for  the  sale  of  ice  Cream. 

2 premises  are  registered  for  the  Manufacture  of  ice  Cream  under 
(Heat  Treatment  Regulations  1947/48). 

All  these  premises  were  periodically  inspected  and  have  been 
found  in  all  respects  satisfactory. 


MILK. 

Samples  of  milk  were  taken  from  Local  distributors  for 
Bacteriological  Examination  and  neither  Tubercle  Bacilli  or 
Brucella  Organisms  were  found. 

HOUSING  1951. 

Houses  built  by  Contract  for  U.D.C. 

Flats 

Built  by  Private  Enterprise 
Building  programme  of  U.D.C.  for  1952 

" " private  enterprise 

1952 


No. 

of 

Applicants  for 

Council 

Houses  still  on  Waiting  List 

- 118 

1! 

n 

Houses  owned  by 

Cound  1 

to  date 

- 250 

1» 

n 

Prefabs  *'  ” 

II 

It  It 

20 

ff 

n 

Flat  s " " 

11 

It  tt 

11 

U 

II 

Hutments  hired 

11 

tt  tt 

6 

- 18 

houses 

8 

Flats 

- 

None 

- lo 

hous  e s ) 

36 

Flats  ) 

5 

houses. 

Tot  q1  287 


A.  J.  COOPER. 

Sanitary  Inspector, 

Aug.  1952. 
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